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ACTION COME-OO 

INFO OCT-01 EA-09 ISO-OO EB-07 /017W 

084078 

R 230428Z FEB 76 
FM AMCONSUL BRISBANE 
TO SECSTATE WASHDC 0730 

UNCLAS BRISBANE 0038 

E.O. 11652: N/A 
TAGS: BEXP, AS 

SUBJECT: SURGELOCK TRANSIENT VOLTAGE SUPPRESSOR 

FOR COMMERCE 

1 . SURGELOCK TRANSIENT VOLTAGE SUPPRESSOR WAS FEATURED 
IN ARTICLE IN TRADE MAGAZINE WORLD INDUSTRIAL REPORTER IN 
MID 1975. MANUFACTURER WAS NAMED AS PURIFICATION SYSTEMS 
INC., 28600 SOUTHFIELD ROAD, LATHRUP VILLAGE, MICHIGAN, 

48076. 

2. A BRISBANE FIRM, INSTRUMENT ENGINEERING PTY. LTD., 40 
ANNERLEY ROAD, WOOLLOONGABBA. QUEENSLAND, 4102 AUSTRALIA, 
WROTE TO PURIFICATION SYSTEMS ON JULY 25, 1975, REQUESTING 
FURTHER INFORMATION WITH VIEW TO PURCHASING AND USING 
SURGELOCK. RECEIVED NO ANSWER TO THAT LETTER OR FOLLOW-UP. 

3. COMPANY STILL INTERESTED IN INFORMATION ON PRODUCT WITH 
VIEW TO PURCHASE. 

4. ACTION REQUESTED: REQUEST COMMERCE OR LOCAL FIELD 
OFFICE CONTACT PURIFICATION SYSTEMS INC. TO ASK THEM TO 
RESPOND TO INSTRUMENT ENGINEERING AS THIS APPEARS TO BE 
GENUINE SALES OPPORTUNITY. 

5. POST WILL APPRECIATE RESPONSE INDICATING PURIFICATION 
SYSTEMS INC. ATTITUDE, WHETHER POSITIVE OR NEGATIVE, TO 
ALLOW US TO INFORM AUSTRALIAN FIRM. 
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Errors: N/A 
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